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OCT 19 1954 


KEIfRA.HDOM FOR i Director ©f deniral Intelligence 


SUBJECT: 


Appointment of Panel #f Wma&nvr* 


1, Regulation ] | (fhe Career Staff of the Central 

Intelligence Agency) provide** in part, that* *S*abers of the 
Panel* of £xaMn»r* will he appointed by the Director of CeatvadL 
Intelligence fro* aeong those nominated by the Head* of Career 
Service* after he ha* received, the recownendatlORS of the CIA 
Selection Board.* ' 

2, On 1 October 195* the CIA Selection Board considered 
favorably the noadnation* ef the fmpmmo on the attached list, 
approved their selection ini# the Career Staff# wad reco M wi 
herewith their appointment a* washers of the Panel of Exeadner*. 

3, the proposed Agency Hotl.ce effecting time appointment* 
to Key Position* 1» appended for your signature* 


c "'"n 


Harrison 6, Reynold* 
Chalrnan, CIA Selection Board 


Attachment 


CSS 

DistrTE 

Orig 


» a* stated 

|vcd (l4 Oct 5*) 




1 - Signer 
1 - Subj file 
1 - Chrono 


/ - £ t VT. 


MORI/CDF Rials 2 ; & 3] 
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sr 


SOTICE. 

HO. I 


o PfRSOBEL 
£%) October 195^ 


25X1 


■25X1 


AHHOBNCJ^ENT OF ASSIGNMENTS TO 1ST 
PANEL OF EXAMINERS OF THE CIA SELSCTK» 


25X1 


In accordance with R 


the following persons are appointed, 

effective lamied lately, to serve as members of the Panel of Ibcaadners for 
the period ending 30 June 1955* 


25X1 



Service 

Organizational 

Sff.gteat.afla 

Component 

FI 

FE 

00 

00/FDD 

pp 

PP 

FI 

SR 

BF 

Comptroller 

IP 

ORR 

PE 

Personnel 

SE 

Security 

FI 

EE 

00 

00/C 

BF 

Comptroller 

PP 

EE 

FI 

X£R 

IP 

OSI 

A 

FI 

CO 

Communications 

DF 

Comptroller 

FI 

FI 

TS 

TSS 

SE 

Security 

ME 

Medical 

PP 

PP 

CO -V. 

Coawmications 

SE 

Security 

FI 

WB 

FI 

HE 

IP 

OCT 

CD 

OCD 

FI 

FI 

P 

I&R 


MORI/CDF This Pa 
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